To:  Pearson,  Janice[pearson.janice@epa.gov] 

From:  Ostrander,  David 

Sent:  Thur  8/13/2015  4:29:59  PM 

Subject:  Re:  River  miles 

Thanks.  This  great 

Sent  from  my  iPhone 

> On  Aug  13,  2015,  at  10:04  AM,  Pearson,  Janice  <pearson  janice@epa.gov>  wrote: 

> 

> David- 

> 

> START  GIS  calculated  the  following: 

> Silverton  to  Durango:  54  miles 

> Durango  to  Farmington:  60  miles 

> Farmington  to  start  of  Lake  Powell:  193  miles 

> Length  of  Lake  Powell  64  miles 

> 

> So  for  cumulative  distance: 

> from  Silverton  to  Durango:  54miles 

> Silverton  to  Farmington:  104  miles 

> Silverton  to  start  of  lake  Powell:  307  miles 

> 

> -Janice 

> 

> 

> 

> Janice  A.  Pearson 

> UST,  Solid  Waste  and  PCB  Unit  Chief 

> Resource  Conservation  and  Recovery  Program 

> US  EPA,  Region  8,  8P-R 

> 1595  Wynkoop 

> Denver,  CO  80202-2466 

> Phone:  (303)312-6354 

> Fax:  (303)312-7084 

> email:  pearson.janice@epa.gov 

> 

> — Original  Message — 

> From:  Ostrander,  David 

> Sent:  Thursday,  August  13,  2015  8:28  AM 

> To:  Pearson,  Janice 

> Subject:  River  miles 

> 

> Can  you  estimate  river  miles  between  silver  ton,  Durango,  Farmington  and  leaks  Powell 

> 

> Sent  from  my  iPhone 
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